Cathedral  of  San  Francisco  De  Assisi.  Santa  Fe.  New  Mexico 


THE  CATHEDRAL  OF  SAN  FRANCISCO  DE  ASSISSI 

was  built  by  Archbishop  Juan  B.  Lamy  whose  life  md 
works  are  immortalized  in  Willa  Cather's  book  "Death 
comes  to  the  Archbishop  ".  There  are  many  fine  paintings 
m  this  edifice.  Behind  the  altar  is  a  richly  carved  and 
painted  reredos,  erected  by  Governor  Del  Valle  in  169!. 
Back  of  the  altar  are  hung  the  old  paintings,  and  beneath 
it  are  the  remains  of  two  Franciscan  Friars  who  were 
murdered  by  Indians  in  the  uprising  of  1680.  The  remains 
of  Archbishop  Lamy  also  rest  here.  His  monument  is  seen 
in  lower  right-hand  corner  of  picture. 
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